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SUBJECT : BOMBING HEADQAURTERS POLICE INTELLIGENCE, 
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FEDERAL 
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SHORTLY 1 AFTER 1:30 PM, JULY 2, 1976 A POWERFUL BOMB DETONATED 
AT THE HEADQUARTERS OF GOA FEDERAL POLICE INTELLIGENCE KILLING 
25 AND WOUNDING OVER 30 INDIVIDUALS. INITIAL UNCONFIRMED 
REPORTS INDICATED THE NONTONEROS WERE RESPONSIBLE. THE BOMB 
EXPLODED IN A GROUND FLOOR CAFTERIA WHICH IS RESTRICTED FOR 
USE BY GOA FEDERAL POLICE EMPLOYEES. REPORTS INDICATED THAT 
WHEN BOMB EXPLODED, LARGE PORTIONS OF THE FIRST FLOOR CEILING 
COLLAPSED ON THE OCCUPANTS. TOTAL CASUALTIES CANNOT BE 

determined at this time, initial investigation indicates bomb 

MAY HAVE BEEN PLACED AMONG FOOD SUPPLIED DELIVERED TO CAFETERIA. 
DURING THE HORNING OF JULY 2, 1976. 
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